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Message Text 


UNCLASSIFIED 

PAGE 01 BELGRA 03278 081324Z 
43 

ACTION XMB-07 

INFO OCT-01 EUR-06 ISO-OO EB-05 COME-OO FRB-01 TRSE-00 

DRC-01 RSC-01 /022W 

040486 

R 081312Z JUL 74 
FM AMEMBASSY BELGRADE 
TO SECSTATE WASHDC 9865 

UNCLAS BELGRADE 3278 

E.O. 11652: N/A 
TAGS: BEXP, ENRG, YO 

SUBJECT: SOSTANJ IV THERMOELECTRIC PLANT 
REF: A. STATE 090157 B. BELGARADE 1556 

EMBASSY HAS RECEIVED LETTER FROM VELINJE KOMBINAT (SLOVENIJA) 
GENERAL DIRECTOR MIRKO BILJAK STATING INTER ALIA THAT "DURING 
NEGOTIATIONS WITH WESTINGHOUSE ELECTRIC CORPORATION UNFORTUNABELY 
WE COULD NOT REACH A RESULT WHICH WOULD BE SATISFACTORY FOR 
BOTH THE PARTNERS. FOR THIS REASON WE HAD TO CHOSE ANOTHER 
SUPPLIER". LETTER THUS CONFIRMS INFORMATION ALREADY RECEIVED THAT 
SULZER-KRAFTWERKE UNION AWARDED CONTRACT. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: ELECTRIC POWER, CONTRACTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 08 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974BELGRA03278 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 80-1 059 
From: BELGRADE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740770/aaaachnx.tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: A. STATE 090157 B. BELGARADE 1556 

Review Action: RELEASED, APPROVED 

Review Authority: martinml 

Review Comment: n/a 

Review Content Flags: 

Review Date: 30 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 AUG 2002 by ThomasVJ>; APPROVED <15 JAN 2003 by martinmb 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SOSTANJ IV THERMOELECTRIC PLANT 
TAGS: BEXP, ENRG, YO, WESTINGHOUSE 
To: STATE 
Type: TE 
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